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To: Attache Bangkok 
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From: AS-Q3 
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BRIEF SUMMARY: . • *«•■* >--•••' " 

Reference Is made to letter A-.16-48, 20 January 1948, subject 
"Issuance of SIGROD*. 

Issuance of 3IGRQD to your office will not be made until tne 
security deficiencies enumerated in the basic communication are corrected 
and ASA Is *Q notified, 

With reference to paragraph 4 of basic communication, the CSP 2200 
Is not cryptographically 1 den tidal with the SIGROD and no practicable 
arrangement can be made which would permit your use of the Department of 
State equipment in Bsmgkok. . , - ■ 
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